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2.40 (a) M) REPEAT 

ATTENDING VETERINARIAN AND ADEQUATE VETERINAR Y CARE (DEALERS AND EXHIBITORS). 

The Facility still does noi have an attending veterinarian or a written program qF vet care available lor review. Per 
this regulation, Ihe Facility musl have an attending veterinarian and Fhe tormal arrangements with the vet need ta 
mduoe a written document which outlines health care management ol the animals and indicates regularly scheduled 
visits by the attending veterinarian. Vei care needs lo be addressed to assure the health cane needs ol the animals 
are being met. 


2.75 lb) (1) REPEAT 

RECORDS: DEALERS AMD EXHIBITORS. 

*** The records of animate on hand were still no! available For review at (he time oF the mspec:ion These records 
need lo be ma ntainad in a timely and accurate manner at the Fao lity for inspector review. 


3-1 la) 

HOUSING FACILITIES, GENERAL 

*“ Three dogs are housed in 2 okJ tiger enclosures, These enclosures are noi being maintained and are n disrepair. 
There are several sections of the wood frame around the enclosure and around the shelter area that is chewed and 
now unsealed wood that is porvious to moisture. Those areas of wood have rough edges and some of the wrra mosh 
is also in disrepair. These dogs need to be moved to another enclosure that is maintained in good repair For their 
sarely and well being. 

Correct by: Dec 30. 2013 

3-125 (a) 

FACILITIES, GENERAL 

The shelter area tor the wolf "Jerico H is in disrepair with a section of wood missing |ust to the right o® the shift door. 
This 5 heller needs to be addressed and kept in gnod repair for the sa'ely of ’he animal. 
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There is a section a! chain link broken end protruding into the younger beer "Gys's" enclosure. This section af 
chain l nk needs to be addressed lor the safety of the bear and to keep Che enclosure in good repair. 

Correct by Dec 23, 2013 

3.127 (b) 

FACILITIES, OUTDOOR, 

The wooden boards are not up around the bear den area which is avowing wind and drafts lo come inlo the den 
This does not provide adequate protection For fine bears when they are trying to hibernate lor the winter rnonlhs. In 
addition hay or bedding should also be provided for the hears comlort during this li me. 

The lions need 10 have bedding added to their shelter boxes tor the winter. It was 34 deg F at the time or the 
inspection and due lo ihe extreme cold this area gels dunng the winter months, the animals need to have bedding to 
■allow them to stay warm end dry. This needs to be addressed for their comlort and well being. 

Correcl by: Dec 10, £0i3 


3.131 (a) 

SANITATION, 

’** The tiger shelter box adjacent lo the bear enclosure needs lo be cleaned There is multiple days worth of old lood 
ard bones that needs to be removed to keep the area clean 

The bear den has an accumulation ot Feces in the corner that need lo be cleaned These areas need lo be 
denned as often as necessary lb prevent contamination lo the bears and lo reduce odors. 

Correcl by: Dec 10. 2013 

An exii briefing was conducted wiih a Facility representative at the lime of the inspection. 
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